Meloni Wray <mwray@cravencountync.gov> 


Craven 


CMaiC 


Craven precinct issue 

2 messages 


Meloni Wray <mwray@cravencountync.gov> Tue, Nov 6, 2018 at 7:27 PM 

To: "Strach, Kim" <kim.strach@ncsbe.gov>, "Degraffenreid, Veronica" <Veronica.Degraffenreid@ncsbe.gov> 

Kim, 

Thank you for listening to me. It has been difficult this election with the new demands, the 
hurricane, and the long long long early voting hours. 

When we took two more computers, 5 more booths, and readjusted the parking signs, it was 
not as bad as we were led to believe. They had lines yes that were 1 hour wait at times, but it 
was flowing very well. 

Thanks again, 

Meloni M. Wray, CNCEA, CERA 
Director of Elections 
Craven County Government 
406 Craven Street 
New Bern, NC 28560 
Office: 252-636-6610 ext.2700 
Fax: 252-636-6687 
Cell: 704-473-8901 
mwray@cravencountync.gov 

"Democracy only survives if citizens and voters feei that the process is just and allows all of us to express our viewpoints 
through our ballots." Doug Lewis 


ffCRAVENSTRQNG 


E-mail correspondence to and from this address may be subject to the 
North Carolina public records laws and if so, may be disclosed. 


Strach, Kim <kim.strach@ncsbe.gov> Tue, Nov 6, 2018 at 7:35 PM 

To: Meloni Wray <mwray@cravencountync.gov>, "Degraffenreid, Veronica" <Veronica.Degraffenreid@ncsbe.gov> 


So glad to hear, Meloni. You have been a real trooper! 
Kim 


From: Meloni Wray [mailto:mwray@cravencountync.gov] 

Sent: Tuesday, November 6, 2018 7:28 PM 

To: Strach, Kim <kim.strach@ncsbe.gov>; Degraffenreid, Veronica <Veronica.Degraffenreid@ncsbe.gov> 
Subject: [External] Craven precinct issue 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an 
attachment to Report Spam. 






Kim, 

Thank you for listening to me. It has been difficult this election with 
the new demands, the hurricane, and the long long long early voting 
hours. 


When we took two more computers, 5 more booths, and readjusted 
the parking signs, it was not as bad as we were led to believe. They 
had lines yes that were 1 hour wait at times, but it was flowing very 
well. 


Thanks again, 


Meloni M. Wray, CNCEA, CERA 
Director of Elections 
Craven County Government 
406 Craven Street 
New Bern, NC 28560 
Office: 252-636-6610 ext.2700 
Fax: 252-636-6687 
Cell: 704-473-8901 
mwray@cravencountync.gov 

"Democracy only survives if citizens and voters feet that the process is just and allows aii of us to express our viewpoints 
through our ballots." Doug Lewis 


[Quoted text hidden] 



